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lagging , a surcharge at the rate of 0.5 % on the monthly bill 
corresponding to demand charges and energy charges only shall. 
be levied for every 0.01 by which the power factor falls below 0.85 
lagging. In case the power factor is less than 0.7 lagging , the 
installation is liable to be disconnected . 


Notification 


Minimum Charges: - Monthly demand charges on billing de 
mand plus energy charges forenergy consumed during themonth . 


20 /20 / 86 -Power 


7. Tariff : HTI|Industrial: - Applicable to supply of power at, 
11 KV and above for contract demand above 100 KVA for Indus 
* tries, factories , water and sewage pumping and other purpose as 
may be decided by the Chief Electrical Engineer. 


In exercise of the powers conferred by section 23 read with 
section 51A of the Indian Electricity Act, 1910 (Central Act 9 of 
1910 ), and section 21 of the General Clauses Act, 1897 (Central 
Act 10 of 1897 ), theGovernment ofGoa hereby amends theGov 
ernment Notification No. 2 /20 /86 -Power dated 6th April, 1995 , 
published in the Official Gazette, Series I.No. 1 dated 6-4-1995 
(hereinafter referred to as the “ Principal Notification ” ), as fol 
lows: 


Demand charges 


plus 


Energy charges 


ps /unit 


(a ) 


First 1,00,000 units. 


150 


Rs. 85 /- permonth per 
KVA of billing de 
mand upto contract 
demand . 


165 


Consumption above 
1,00,000 units but 
upto 2,00,000 units . 


In the Schedule to the principalNotification , under theheading 
“ Definitions" , in “ B High Tension Supply," for entries at Sr. 
Nos.6,7,8,9 and 10 , the following shall be substituted ,namely : 


175 


Balance consumption 
above 2,00,000 units 


(b ) Forbilling demand in 

excess of contract 
demand Rs. 170 /- per .. 
KVA permonth 


6. Tariff HT-M /Mixed : -- Applicable to bulk supply of 
power at 11KV and above for a connected load ofmore than 100 
KVA such as railways,MES, educational institutions, non - Indus 
trial establishments , etc. being mixed load with pre-dominantly 
lighting or non - industrial load of more than 50 % of connected 
load , 
Demand charges 

plus Energy charges ps/unit 


Minimum Charges:- Monthly demand charges on billing 
demand plus energy charges for energy consumed during the 
month , 


(a) Rs. 85 /- per month per 

KVA of billing demand 
upto contract demand 


Consumption upto 
1,00,000 units . 


160 


Note : (a ) Lighting upto 10 % of the monthly energy 
consumption is allowed under HTI tariff , for bonafide factory 
lightingpurposes. Excess ischargeable at tariffLTC/Commercial 
under A - 2 . 


(b ) 


For billing demand in excess 
of contract demand Rs. 170 / 
per KVA 

per month 


All consumption above 
1,00,000 units but upto 
2,00,000 units . 


170 , 


(b ) For staff quarters, rest/ guest houses, street lighting in 
the colony situated separately from themain factory and when 
distribution lines, service lines,metres etc. are permitted to be 
owned and maintained by HT consumers, all energy consumed 
will be charged at tariff LTD /Domestic under A - 1(a ). 


Balance consumption 
above 2,00,000 units . 


190 


R 


Note : The power factor shall not in any case fall below 0.85 
lagging . In case the power factor is found to be lower than 0.85 


(c) The power factor shall not in any case fall below 0.85 
lagging . In case the power factor is found to be lower than 0.85 


IXIN 


f 
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lagging , a surcharge at the rate of 0.5 % on the monthly bill 
corresponding to derand charges and energy charges only 
shall be levied for every 0.01 by which the power factor falls 
below 0.85 lagging . In case the power factor is less than 0.7 
lagging , the installation is liable to be disconnected . 


(c) The power factor shall not in any case fall below 0.85 
lagging. In case the power factor is found to be lower than 0.85 
lagging , penal charges at the rate of 0.5 % in the monthly bill 
corresponding to energy charges only shall be levied for every 
0.01 by which the power factor falis below 0.85 lagging . In 
case the power factor is less than 0.7 lagging , the installation 
is liable for disconnection . 


8. HTO /Optional 


KWH /Month 


ps/ unit 


200 


10. EHTI/Industrial Applicable to bulk supply of power at 
110 KV and above for industries , factories, water and sewage 
pumping and other industrial purpose as may be decided by the 
Chief Electrical Engineer . 


This is an optional tariff All consumption 
applicable consumers having 
connected load upto 150 KVA 
only as an alternative to the tariff 
HT -I/ Industrialdescribed above 
(B -7 ). The option once exercised 
cannot be changed within the 
period of 12 billingmonths from 
the date of option . 


Demand charges 


plus 


Energy charges 


ps /KWH 


(a ) First 1,00,000 units 


145 


(a ) Rs. 85 /- permonth per 

KVA of billing.de 
mand upto contract 
demand .. 


(6 ) Next 1,00,000 units 


160 


Minimum Charges: Rs. 60 /- (Rupees sixty ) per month per 
KVA of connected load or part thereof subject to a minimum of 
80 KVA . 


(c ) All energy co 

consumption 
above 2,00,000 units . 


170 


Note : (i) Lighting upto 10 % of monthly energy consumption 
is allotted under HTO (Optional) Tariff for the bonafide factory 
lighting purpose. Excess is chargeable at tariff LTC /Commercial 
under A - 2 . 


(b ) For billing demand in 

excess of contract de .. 
mand Rs. 170 /- per 
KVA permonth . 


MAAR 


Minimum Charges.:- Monthly demand charges on billing 
demand plus energy for energy consumed during the month . 


( ii ) For staff quarters, rest/guest houses, street lighting in 
the colony situated separately from themain factory and when 
distribution lines, service lines,metres, etc. are permitted to be 
owned andmaintained by HT consumers, all energy consumed 
shall be charged at LTD /Domestic under A - 1(a ). 


Note: (a ) Lighting upto 10 % of themonthly energy consump 
tion is allowed under EHTI tariff , for bonafide factory lighting 
purposes. Excess shall be chargeable ai tariff LTC -Commercia ! 
under A - 2 . 


(iii ) The power factor shall not in any case fall below 0.85 
lagging. In case the power factor is found to be lower than 0.85 
lagging, penal charges at the rate of 0.5 % in the monthly bill 
corresponding to energy charges only shall be levied for every 
0.01 by which the power factor falls below 0.85 lagging . In 
case the power factor is less than 0.7 lagging , the installation 
is liable for disconnection , 


(b ) For staff quarters, rest/guesthouses, street lighting in 
the colony situated separately from themain factory and when 
distribution lines, service lines,metres, etc. are permitted to be 
owned and maintained by EHTI consumers , all energy con 
sumed will be charges at Tariff LTD /Domestic under A - 1 (a ), 


: 9 . Tariff HT -AG /Agricultural 


KWH /Month 


ps /unit 


(c) The power factor shall not in any case fall below 0.85 
lagging . In case the power factor is found to be lower than 0.85 
lagging, a surcharge at the rate of 0.5 % on the monthiy bill 
corresponding to demand charges and energy charges only 
shall be levied for every 0.01 by which the power factor falls 
below 0.85 lagging. In case the power factor is less than 0.7 
lagging , the power supply to the installation is liable to be 
disconnected ." 


All consumption 


50 


Applicable to supply of pawer at 
11KV and above to agricultural 
consumers , liftirrigation schemes , 
agricultural farms, etc. 


These tariffs are applicable for the consumption of energy with 
effect from 1-3-1996 to be billed from 1-4-1996 . 


Minimum Charges.mRs. 10 (Rupees ten ) permonth per H.P. 
ofconnected load or part thereof subject to a minimum of 70 HP . 


By order and in the name of the Governor of Goa . 


Smt. A. Menezes, Under Secretary (Power). 


Note : (a) Bonafide lighting of the pump house upto 5 % of the 
motive power consumption is permitted under this category and 
excess consumption is chargeable at Tariff/Domestic under 
A - 1 (a ). 


Panaji, 16th February , 1996 . 


Notification 


2 /58 /94 - Power ( 2 ) 


(b ) For street lighting and other lighting situated separately 
from the pumphouse and when distribution lines, service lines , 
metres, etc. are permitted to be owned ormaintained by theHT 
consumers, all energy consumed shall be charged at Tariff 
LTD /Domestic under A - 1 (a ). 


In exercise of the powers conferred by section 23 réad with 
section 51A of the Indian Electricity Act, 1910 (Central Act 9 of 
1910 ) and section 21 of the General Clauses Act, 1897 ( Central 
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Demand charges 


plus 


Energy charges 


ps /unit 


Act 10 of 1897) , the Government of Goa hereby amends the 
Government Notification No. 2 /20 /86 - Power dated 6th April , 
1995 published in the Official Gazette Series I No. 1 dated 
6-4-1995 (hereinafter called the Principal Notification ”), as 
follows: 


( a ) 


Rs . 50 /- per month 
per KVA of billing 
demand upto contract 
demand, 


(a ) Consumption upto 

50,000/- units. 


100 / 


(b ) 


Next 50,000 units 


105 / 


In the Schedule to the Principal Notification , under the 
heading " Definitions" , in 


(c ) Next 1,00,000 units 


. 110 / 


(b ) For billing demand 

in excess of contract 
demand Rs. 100 / - per 
KVA per month . 


( d ) 


(i) “ B. High Tension Supply " , after clause 7 , the following 

shall be inserted , namely : 


Balance above 
2,00,000 units 


1.15 / 


" 7 (A ) Tariff - HTI (C)/ Industrial Cement:- Applicable to 
supply of power at 11KV and above for a contract 
demand above 100KVA for cement producing industries. 


By order and in the name of the Governor of Goa . 
Smt. A : Menezes , Under Secretaty ( Power ). 
Panaji, 20th February, 1996 . 
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